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THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D.C. 20305 Hah 


RECORD opp 


13 OCT 1978 | 4 


Legislative Counsel 


Honorable Alan Cranston 
United States Senate 
Washington, D.C. 20510 


Dear Mr. Cranston: 


Thank you for your letter of 3 October enclosing 
correspondence from Dr. Thomas 5. Ball of Diamond Bar, 
California. Dr. Ball sought a point of contact at this 
Agency regarding his Bio-Alarm Security System. 


Please ask Dr. Ball to direct his inquiry to: 


Chief, Procurement Management Staff 
Office of Logistics 

Central Intelligence Agency 
Washington, D.C. 20505 


Dr. Ball should include in his inquiry information about 
his alarm system and also the company which he represents. 


I trust this information will assist you in responding 
to your constituent. I am returning Dr. Ball's correspondence 
as requested. 


Sincerely, 
> Frederick P. Hitz 


Enclosure 


Distribution: 
Org - Addressee 
1 - OL/PMS 
1 - FPH : : . 
Appraved KurRefedse 2064/03/26 : CIA- 
1 OL Chrono CIA-RDP81M00980R001300060026-4 
OLC:RJK:sks:(11 Oct 78) 


al 


Approved For Release 2004/03/26 : CIA-RDP81M00980R001300060026-4 


” Bi. Mu. Thomas S. Ball 
phe Aesgietle ACEO Onetsen Wa 


: ; : Tf tT tod . 


Nee) U.S Palace is es alae 

~~ Wa. 4, 00,546 | EGG beer 
OA 
2 eee Soa rgflocy 
<a ‘y Per ees aK ee 


pr bel ort 

ton & Kee Claris, £ Pew 5 yi E 2 
woo glee Le Fyoe? poreudet boo of a a 
peeth eet Ps The AA. , ee 
Aen! ae | ae oe rs a 
— a x oa Hh, 1) mee 

Vane, eae tL Aw £ fark Abate vine 
AA etn J Linge. con ee aeesanlios 
& Vis. la ee LS i a 

Coes — eal = repr 


a7 


nn: ue te 
There S- BalB PhD 


Approved For Release 2004/03/26 : CIA-RDP81M00980R001300060026-4 


